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CENTRAL INTELLIGENCE AGENCY 

Washington, D.C. 20505 






2 8 FEB 1969 






MEMORANDUM FOR: Director 

Federal Bureau of Investigation 
- Attention: Mr. S.J. 

SUBJECT : Garrison and the Kennedy Assassination 

Dr. John M. Nichols . 
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1 Dr. John MarshaUfcSichols, a University of Kansas 
pathologist, has testifed at the Clay Shaw trial" that "photographic ff 
evldenceof President Kennedy's assassination was 'compatible' 
with the theory that the fatal shot was fired from the front. 1 
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